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The runway lighting system market is expected to witness market 
growth at a rate of 7.20% in the forecast period of 2021 to 2028. Data 
Bridge Market Research report on runway lighting system market 
provides analysis and insights regarding the various factors expected to 
be prevalent throughout the forecast period while providing their 
impacts on the market’s growth. The increasing rate of air travel across 
the globe is escalating the growth of runway lighting system market. 
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Some of the major players operating in this market are : 


0 ABB, 

U Signify Holding, 

Honeywell International Inc., 

LiCree, Inc., 

UADB SAFEGATE, 

U Carmanah Technologies Corp., 

ü Abacus Lighting, 

LIOCEM Airfield Technology, atg airports limited, 

U vosla GmbH, Youyang Airport Lighting Equipment Inc., 
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e By Type (Minimum Runway Lighting, 


e Supplementary Runway Lighting), 
e Technology (LED, Non-LED), 
e Intensity (High, Medium, Low), 


e Use of Light (Runway Edge Lights, Runway Threshold Lights, Runway End 
Lights, Others), 


¢ End User (Military, Commercial, Other), 


Get Exclusive Sample Report: 
https://www.databridgemarketresearch.com/request-a- 


sample/?dbmr=global-runway-lighting-system-market 
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Based on geography, the market is segmented into five geographical 
regions 


North America 
Europe 
Asia-Pacific 
South America 


Middle East 
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Africa 
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An absolute way to forecast what future holds is to comprehend the trend 
today! 
Data Bridge Market Research set forth itself as an unconventional and neoteric 
Market research and consulting firm with unparalleled level of resilience and 
integrated approaches. We are determined to unearth the best market 
opportunities and foster efficient information for your business to thrive in the 
market. Data Bridge endeavors to provide appropriate solutions to the 
complex business challenges and initiates an effortless decision-making 


process. 
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